DRG NO SH a5 
Ss oD 4 \V QB21924 Ae A|PI 2 | 


C' BORE 


6.40 
26136 


THRO" | 


WV 


NOTES: 


/\\ 


. MATERIAL: ST STL 155/66/67/72/73 
ALTERNATIVE MATERIALS: AMS 5571, AMS 5575, AMS 5570 
MIL-T-8606, MIL-T-8808. SECTION VIEW A-A 
10mm OD x 18 SWG (1.2mm). SCALE 1:1 
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